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crisis. Of course O'Connell had no trouble in getting
re-elected ; but there was something lamentable in
the policy which only allowed him to come into
Parliament when it was no longer humanly possible
to keep him out. O'Connell took his seat in the
House of Commons unchallenged, and with his
entrance into Parliament a new chapter in history
opened.

